
Canoga Park Pool Service 

Many California home owners would be lost without their pools. They have come to 
symbolize the California lifestyle and our pools are often the focal point of our social lives. 
CMG Pools Service and Repair offers the Pool Maintenance San Fernando Valley trusts with 
all their spa and pool needs. Although we are based in the San Fernando Valley, we clean, 
check and repair pools in Westlake Village, Calabasas, Sherman Oaks, Simi Valley and Van 
Nuys. In fact we are the Spa Maintenance Van Nuys depends on year round. 




Our client list is extensive including both residential and commercial pool cleaning and 
servicing. Our cleaning crews pay as much attention to the smaller pools as they do the 
larger ones. Even though the pools may be different sizes they still can end up having and 
causing the same issues. When you call CMG Pools Service and Repair our services can be 
set up as a one-time visit or we can schedule weekly cleaning and maintenance that work 
around your schedule. If our cleaning crews happen to arrive when you are busy or 
entertaining guests; they will be discreet and not interrupt your engagement. For our 
weekly cleaning appointments we set up an account so payment will automatically be 
deducted from your bank and there will be no worry about an overdue invoice. 

Our cleaning techs have had extensive training on all makes and models of pools. When 
you schedule a cleaning; they will not only clean your pool, but will inspect all your 
equipment. That equipment includes plumbing, filters, heaters and pumps. Our pool 
cleaning associates will look for potential problems such as algae, balancing your chemicals 
and checking your automated systems and timers. 

If you are considering up-dating your existing in-ground pool; our service technicians can 
replace your old pumps, filters and plumbing with new energy efficient equipment. Having 
this new apparatus not only lowers your energy bill, it also makes pool and spa repairs less 
necessary. CMG Pools Service and Repairs has taken the extra effort to send all its cleaning 
crew and repair technicians to COP certification training. This training (Certified Pool 
Operators Certification] is provided to pool maintenance crews to take not only a written 
exam but, have hands on training. 



SERVICES - Pool Heaters 



Pool heaters are a fantastic way to make get the most use out of your pool. Having cold- 
water temperatures can be frustrating. While they are not necessary for all pools, in 
California, people underestimate how quickly the outdoors cools down after the sunsets. If 
you want your guests to enjoy your pool well into the evening, a pool heater is essential. 
They can keep the pool at a comfortable temperature without creating a muggy or cloudy 
atmosphere. We can travel to many towns in California to install or repair a pool heater. 
Northridge, San Fernando Valley and West Hills are just a few areas we cater to. There is a 
variety of pool heaters to choose from that can be natural gas or propane. Finding the 
perfect one and then installing it can be simple with CMG Pools. 



CMG Pools offers a wide array of pool heaters 
and will even install them. Because every one 
of our technicians are licensed and certified 
to repair and install pool heaters, they can 
offer you professional advice on finding the 
best heater for your needs. Calabasas and 
Northridge are just two of the areas we can 
travel to repair or install a pool heater. If you 
live in the surrounding areas, feel free to call 
and ask if we service your neighborhood. 

SERVICES - Pool Pumps 
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Pool pumps are an essential element for every pool. Pool pumps can keep your pool clean 
and safe to swim in. By buying the right pool pump for your commercial or residential pool, 
you can be certain that your guests will enjoy a clean and safe swimming experience for 
years to come. If installed properly by a professional it may even be less expensive to run 
or maintain than it would have been if you were to install it by yourself. 

Our coverage area is the San Fernando Valley and surrounding areas, including but not 
limited to Simi Valley, Moorpark, Oak Park, Thousand Oaks, Westlake Village, Calabasas, 
Sherman Oaks, and Van Nuys & Santa Clarita. 

If you have questions about our coverage areas or about a swimming pool service we 
provide please call (818] 207-1095 to speak with a CMG Pools associate. 



For more information please visit http://www-cmgpools.com 



